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k AprU 19 ^ 


MMOmonXM FORI IHB BlOQRD 

SUBJECT! Visit to Hstlonal BurMu of Standards 


1. Tlas and Plsos Msstlngi lbs ■sating was bald on 

3 April ai tlhs IfkfciopaSL ^u r s su of Standards. 

2 . Attsndanosi Waltsr KodLdan. Sound Ssetlon. HBS 

■ Wlllisa Wlldhank. O M. IBS 

n WS/AFO 2 

3* PlSOttS SiO DI 

a. Nr. Koldan from tbs Sound Ssotioo subalttsd a Isttsr 
from Nartiii qrssnspan» Acting Ghisf of tbs Msohanies Diirlsion of 
tbs Sound Ssotion^ eonosnaing tbs Audio Dwodulator. HBS oonoludsd 
that tbs systsB vas not praetloal and it would not bs profitabls to 
eontixMis work on it. IBS conclnsions ars attadbsd to this rsfport. 

Nr. Koidan sbowsd tbs undarslgnsd tbs rou^b results on tbs 
ASD adorcqpbooM auibadlttsd to tbas for tasting. Tbs rssults follow 
fairly eloss to tbs rs^ponss surras takan on tbs aieropbonss wbon 
tbsy wars not snoassd in Inraas. 


Tbs undarslgnsd was tatei on a brief tour of tbs "Dead Boob* 
under ooostruotion at IBS. Onos tbs acoustic rooB is flniabsd, 

IBS's eapsbilltiss of doing sound and aeoustio wori t should bs 
coBparsihls to that of | 

Mr. NUdbaek, CBI, was eontaotsd eonesming IBS Intsrsst in 
building a Pssk-a>Boo syst^ KBS stated that sines they would 
shortly bs starting ooostruotion on ssrsral aystaas for tbsBsslvss^ 
they would bs able to build one for us also. Nr. Wlldbaok stated 
that tbs oost should not sxoas d $900.00. Is stated that bs would like 
to disouss tbs systSB with tbs ultiaats user so as to asesrteln 

of punch nssdsd. Ibarsfars, a aasting bstwsea| ORB, 

Nr. Wildbaok^ and tbs undaraignsd has bean arranged for 0900 on 
9 April 1996 . 


ORBf was inf orasd that a fomal asBO would have 
to COBS iroB his offlM to^ ^stating that €BR nssdsd tbs 

systsB and desired that TIB/AFD procure onsfbr tbSB. ^ . 
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Nr. W114l»ck Imported that ao progrwa had "bmu tmBm hy 
HB8 on tte BMMuraMnt of Till liar viltraHMOios or 

■larawsTM. Bowvmr, Im atetad that anct Mnlh BBS pl«w to start 
an axtenalTa iMrogran oalag ultmaaonlQa to ansuza tha tliioknaas of 
OQBorata road b ada. tbla prograa ahowld fUxalah ua witli tte 
InfoKvatioQ naadad on n1 tra-nflwl a vail finiitrnraaMiti 

Nr. WUdtaaek has ra^iaatad aasiatanoa from HBB*a Bouldar, 
CoXorado, group on the uaa of niorewavaa for wall Masuremnta. 

Work bgr the Boulder group, using atorcwavaa, viU shortly. 


m/APD 


Latter Nntlanad shove 
Odatrihutiont 

Qtrlg. • BBS NLerophooa file 

1 - Ad Boo #£5 
1 - AW 
1 - Chrono 

1B8/APD/AN8/bb 
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d. S. department of Commerce’ 

NATIONAL BUREAU OF STANDARDS 


ADDRESS REPLY TO 


IN YOUR REPLY 

National Bureau of standards 


Refer to File no. 

WASHINGTON 25, D. C. 

March 19, 1956 

6.1/3585 


STAT 


Subject: Loud-Speaking Telephone 
Set» U» S* Patent 
No. 2,568,823 

Dear 

Investigation of the feasibility of U. S, Patent 
No. 2,568,823 from both the theoretical and experimental 
approach has not as yet produced satisfactory results. 

The indications at present are that the system is not 
practical, and we feel that it would not be profitable 
to continue work on this project at this time. If any 
now ideas as to how to circumvont the present difficulties 
should occur to ur. we will investigate their practicability. 
We would also welcome suggestions from you. 

Very truly yours 


STAT 


Martin Greenspan 
Acting Chief 
Sound Section 
jfechanics Division 
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